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MODEL SPIRIT 

ELECTRONIC COMPONENT LIST 

MODEL SP/RIT 

ELECTRONIC COMPONENT LIST 

Sdiem. Pel. Circuit 

Typo Part Cole 

Schsm.Ref. Ciicuif 

Type Pad Coda 



SEMKO VERSION-POWER SUPPLY 




FILTER BOARD (DWG 2) 




(DWG 1) 



P1013 

Completo wi«h components 


978002720 

PI 018/1 

Complete with components 


978002778 

RT1 

Voltage regulator 

LM317 

62110034 

PD1 

Rectifier bridge 

KBL04 

66000006 

RTS 

Voltage regulator 

7912 

62110037 

T68 

Traslormer 


18010111 

TRl-2 

Transistors 

BC173 

62120003 




C3 

Noise generator 

KAM5837 

68010161 





IC4-6-10-15 

Dua'Op. Ampl. 

*458 

68000054 


CSA VERSION-POWER SUPPLY 


& 

IC5-7 

DualO.T.A. 

3360 

68030192 


(DWG 1) 


\ 

IC11-13 

Dual V.C.F. 

3350 

68030191 

P1018/I 

Complete with components 


978002779 

1C 12-14 

Dual Op. Ampl. 

TL082 

68030163 

PD1 

Rectifier bridge 

KBL04 

6G000606 

D14D6 

Diodes 

BA130 

65000001 

T68 

Trasformer 


18010112 


MODULATION BOARD (DWG 3) 




KEYSWITCHES(DWG 1) 



P1015 

Compete with components 


978002722 

P1016 

Complete with components 


Q780Q2723 

IC1 

Triple 3 input "AND" Gale 

4075 

63010195 

IC1 

Hex schmitt trigger 

40106"- 

68010193 

IC2 

Hex si imitt trigger 

40106 

68010193 

IC2 

Stage binary counter 

4024 " 

68010122 

IC3 

Cuad analog, switch 

4066 

60000094 

IC3-4 

Analog, multiplexers 

4051 '• 

63010154 

IC4 

Dual Timer 

556A 

68030194 

IC5-9-10 

Quad 2 - input “AUD" gate 

4081 - 

68000019 

1C5-6-8 

Dual Op. Ampl. 

TI.082 

68030163 

IC6 

Dual 64 bit static sctiift register 

4517 - 

68010190 

IQ7 

DuaiO.T.A 

3360 

G80301S2 

IC7 

Hex D Flip-Flop 

40174 

68090054 

IC9 

Dual Op. Ampl. 

3240 

68030199 

IC8 

D/A converter 

DACO80D" 68070197 

ICI0-11 

Dual Op. Ampl. 

1468 

68000054 

IC12-15-18-19 

Dual Type D Flip Flop 

4013 " 

08010136 





IC14 

4 bit Full adder 

4008" 

68010196 





IC16 

Dual Op. Ampl. 

1458" 

68003054 





TR1 

TR2 

Transistors 

Transistors 

BC308 

2N5437 

62210001 

62110041 


O SB iib 



TR3-4 

Transistors 

BC173 

52120003 





D14-56 

Diodes 

BA 130 

6500CO01 






OUT PUTS BOARDS (DWG 1) 


978002724 





P1017 

Complete with components 







OSCILLATORS BOARD (DWG 2) 







P1014 

Complete with components 


978002721 





IC8-9 


3340 

68030145 





TR3/4/5/6'7 

Transistors 

BC308 

62210001 
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